Athens Radio Club 
Minutes 
September 6, 2005 


Meeting was called to order at 7:30pm by President Bob Herrin, KE4JLL. 
Bob announced that the ARC logo has been accepted by the UGA athletic association is now legal to 
use. 


Ian Gray, W4ZFA, reported that Wal-Mart will allow ARC to use there parking lot for Field Day 2006. 
The club voted to have Jan handle the details of reserving the appropriate Field Day date with Wal- 
Mart (East Side). 


Bob, KE4JLL, reported on the National Incident Management course with can be downloaded as a 
self-study guide from FEMA.gov. The NIMs IS-700 certification test can be taken on-line after 
reading the study guide. It was suggested that as many as possible should become NIMs certified. 


Labor Day week-end was busy with community service communications. 
Hurricane Fallss 5K 
UGA Football with Red Cross 
Habitat 5K 

Thanks to the net controls and participants. 


Ed, N4ALE, reported that the Bubba repeater is down for repairs. 


Announcements: 
Scarecrow 5K October 15 
Special Olympics November 12 
Santa Stroll December 17 


Jaunita Vaughn and her sales rep from Vaughn Equipment Sales presented the program on Metcal 
soldering stations. Those wishing remained afterwards to try their hand at soldering components to 
circuit boards donated by Edwin, N4VHA, using the Metcal soldering stations. 

Meeting adjourned. 


Respectively submitted, 


Phil Koehler, AF4TQ 
Recording Secretary 


